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Quantification of cibenzoline and its im- 
idazole metabolite by HPLC in human 
serum 267 

Dopamine 
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ical detection 43 

Dopamine 
Reversed-phase LC method with amper- 
ometric detection for the determination of 
the dopamine agonist 2-(N-propyl-N-2- 
thienylethylamino )-5-hydroxytetralin 
(N-0437) in human plasma and urine 
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Drug-free plasma profiles 
Evaluation of drug-free plasma profiles by 
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cium entry blockers in human plasma 
343 

S-Flunoxaprofen 
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55 

5-Fluorouracil 
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ceftriaxone to human serum albumin so- 
lution and albumin from diluted human 
serum 415 
10-Hydroxyamitriptyline 
Enantiomer analysis of E- and Z-10-hy- 
droxyamitriptyline in human urine 163 
10-Hydroxycarbazepine 
Simple and rapid micro-analytical HPLC 
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chemical detection 111 
Hydroxymedifoxamine 
Measurement of medifoxamine metabo- 
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in human blood and plasma with capillary 
GC 447 

L-toxin 
Fast purification of Clostridium sordellii 
cytotoxin 357 

Medifoxamine 
Measurement of medifoxamine metabo- 
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technique for the assay of oxcarbazepine 
and its primary active metabolite 10-hy- 
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Estimation of the analgesic muscle relax- 
ants chlorzoxazone and diazepam in hu- 
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plasma by HPLC with amperometric de- 
tection 6501 
Peptides 
Fluorescence assay for small peptides and 
amino acids: HPLC determination of se- 
lected substrates using activated S-flu- 
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Evaluation of drug-free plasma profiles by 
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ometric detection for the determination of 
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cose utilization in renal insufficiency: 
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Determination of six indolic compounds, 
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